• Alternative space or room. 

• Approximate measurements: 

• (394extended x 197wide x 158height/inch) 

• Approximate capacity people (30) 

• the technical specifícations 

• vary according to space and light. 


• Equipment stereo sound 

• Chair with armrests (if possible, without wheels) 

• Small table 

• (Other elements may be used to scenography) 




Fastening fabric 



Technical visit several days before the function. 

Between three and four hours assembly and testing, 
the same day before the event 
The installation is designed to adapt to the 
physical space. 

Still, the quality of projector and sound are fundamental. 



^Pheroomin 

theroomin.wordpress.conn 



